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AN AMERICAN IN PARIS 


6 . 17.19 


Jerry Mulligan - Clyde Alves 
Lise Dassin - Julie Eicher 
Adam Hochberg - Ben Fankhauser 
Milo Davenport - Rachel Rhodes-Devey 
Henri Baurel - Johnny Stellard 
Madame Baurel - Karen L. Robu 
Monsieur Baurel - Timothy W. Robu 

Company Women 

Olga (Ballet Mistress) - Abby Kress 


DS 

Maya Alwan 

DS 

Gabriella Enriquez 

DS 

Joelle Gill 

DS 

Maura Gill 

DS 

Megan Goodlett 

DS 

Lena Owens 

DS 

Liza Piccoli 

DS 

Katie Pohiman (u/s Lise) 

DS 

Larkin Reilly 

DS 

Jeanne Schwenck 

DS 

Cecilia Trippiedi 

Swing / Intern 

Hannah Griffin 

Company Men 

Mr. Z (Ballet Master) - Michael Dikegoros 

DS 

Paul Amrani 

DS 

Alex Aponte 

DS 

Nicholas Davis 

DS 

Anthony Giandiletti 

DS 

Crawford Horton 

DS 

Will Jewett 

DS 

Joshua Keen 

DS 

Devon McCleskey 

DS 

Preston Perez 

DS 

Justin Showell 

DS 

Drew Tanabe 

DS 

Ethan Zeph 


Director-Choreographer - Jeffry Denman 
Associate Choreographer - Ashley Marinelli 
Assistant Director - Brittany Martel 
Musical Director - Thomas W. Douglas 
Associate Musical Director - Chuck Koslowske 
Set Design by David L. Arsenault 
Costume Design by George T. Mitchell 
Lighting Design by Aaron Mooney 
Projections by Michael Commendatore 
Stage Mgmt. - Amanda Bowman, Tiffany Orr 


